5/30/2020 


City of Los Angeles Mail - Gower /101 



Bladimir Campos <bladimir.campos@lacity.org> 


Gower /101 

3 messages 


Hector Vega <hector.vega@lacity.org> Wed, May 27 , 2020 at 5:29 PM 

To: Primitiva Vidal <primitiva.vidal@lacity.org>, Bladimir Campos <bladimir.campos@lacity.org>, Frederick Moody Frederick.moody@lacity.org> 

Cc: Jonelle Gardea <jonelle.gardea@lacity.org>, Sean Starkey <sean.starkey@lacity.org>, Sara Gonzalez <sara.n.gonzalez@lacity.org> 

Hi All, 

It’s my understanding that Gower/101 was posted today for the teams to go back tomorrow. Can we have them visit that site after our priority CARE days are 
serviced? Also, I removed 1200 Vine from our list so if the teams can start at Lilian Way it would be greatly appreciated. 


Priority 

Address 

Cross Street 

LAPD Division 

1 

905 Lilian Way 


HOLLYWOOD 

2 

850 Hudson 


HOLLYWOOD 

3 

1487 El Centro 


HOLLYWOOD 

4 

1627 Gower 


HOLLYWOOD 

5 

5800 Harold Way 


HOLLYWOOD 


Please let me know. 
Best, 


MITCH 


O'FARRELL 


#LACOUNOL 


Hector Vega 

Field Deputy (Elysian Valley & Glassell Park) 

Office of Councilmember Mitch O’Farrell 

1722 Sunset Blvd. Los Angeles, CA 90026 

Phone (213) 207-3019 | Fax (213) 207-3031 | www.cd13.lacity.org 

Find the Councilmember on: If! Wes 

Sign up for the CD13 Newsletter for daily updates on COVID-19 


Frederick Moody <frederick.moody@lacity.org> Thu, May 28 , 2020 at 5:25 AM 

To: Hector Vega <hector.vega@lacity.org> 

Cc: Primitiva Vidal <primitiva.vidal@lacity.org>, Bladimir Campos <bladimir.campos@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Sean Starkey 
<sean.starkey@lacity.org>, Sara Gonzalez <sara.n.gonzalez@lacity.org> 


https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&pernnthid=thread-f%3A1667892043574475471 &simpl=msg-f%3A1667892043574475471 &simpl=msg-f%3A166793708063649704... 1/2 
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City of Los Angeles Mail - Gower /101 


Good morning Hector, 

I was able to get some clarification this morning from my crew. It seems one of the encampments at this location was posted for ADA compliance. The individual 
stated they would get their location in compliance by today. So I guess we shall see. 


Regards, 


Frederick Moody 

Refuse Collection Supervisor 

Clean Streets Los Angeles 

Livability Services Division 

City of Los Angeles, Solid Resources Division 

Email: frederick.moody@lacity.org 

City Mobile: (213) 793-1870 



[Quoted text hidden] 


Hector Vega <hector.vega@lacity.org> Thu, May 28, 2020 at 9:29 AM 

To: Frederick Moody <frederick.moody@lacity.org> 

Cc: Primitiva Vidal <primitiva.vidal@lacity.org>, Bladimir Campos <bladimir.campos@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Sean Starkey 
<sean.starkey@lacity.org>, Sara Gonzalez <sara.n.gonzalez@lacity.org> 

Okay thank you Fred! 

Best, 


Hector Vega 

Field Deputy (Elysian Valley & Glassell Park) 

Office of Councilmember Mitch O’Farrell 
1722 Sunset Blvd. Los Angeles, CA 90026 
Phone (213) 207-3019 | Fax (213) 207-3031 | www.cd13.lacity.org 

Find the Councilmember on: n a® m 

Sign up for the CD13 Newsletter for daily updates on COVID-19 

[Quoted text hidden] 


MITCH 


O'FARRELL 


#LACOUNCIL 


https://mail. google. com/mail/u/0?ik=ef0ae1d2b1&view=pt&search=all&permthid=thread-f%3A1667892043574475471 &simpl=msg-f%3A1667892043574475471 &simpl=msg-f%3A166793708063649704... 
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